ERRATA 

The Biological Bulletin, Volume 97, No. 2, P. 260 

Extrusion of jelly by eggs of Nereis limbata under electrical stim¬ 
ulus . W. J. V. Osteriiout. 

In the first paragraph of the abstract noted above, “17 milli- 
amperes” should read “170 milliamperes ,, and “much larger direct 
currents” should read “comparable direct currents.” 

In the third paragraph, “17 milliamperes” should read “170 
milliamperes.” 
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